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EXECUTIVE OFFICE OF THE PRESIDENT 
OFFICE OF MANAGEMENT AND BUDGET 

WASHINGTON. D.C. 20503 

May 2, 1985 



I 


TO: 


LEGISLATIVE REFERRAL MEMORANDUM 

Legislative Liaison Officer- 

Central Intelligence Agency 
Department of the Treasury 
United States Trade Representative 
Department of Labor 
Department of Commerce 
Department of Justice 


SUBJECT: 


State draft report on S. Con. Res. 4, calling for the 
establishment of a commission to study the deficit. 


The Office of Management and Budget requests the views of your 
agency on the above subject before advising on its relationship to 
the program of the President, in accordance with 0MB Circular A-19 


for your views is neeaea no later than 


Questions should be referred to TraceyLawler/SueThau ( 395-7300 ) 
the legislative analyst in this office. 

RONALD K. PETERSON FOR 
Assistant Director for 
Legislative Reference 


Enclosures 
cc: S. Farrar 
M. Driggs 
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